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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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Printing Machinery Sectional Committee, HMD 25 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Printing 
Machinery Sectional Committee had been approved by the Heavy Mechanical Engineering Division Council. 

These symbols have been compiled in order to unify the practices being followed by different manufacturers 
for indicating the symbols on the indication plates and control panels to represent different operations of the 
printing machines. 

This standard shall promote standardization of terms for operating controls of sheet fed printing machines. 
However, if agreed between purchaser and manufacturer, these symbols can be used for other machines also. 
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Indian Standard 

PRINTING MACHINERY — 

RECOMMENDATIONS TO BE GIVEN ON 

INDICATION PLATES 

1 SCOPE on indication plates or control panels of sheet-fed 

This standard recommends the symbols to be given P rintin 8 machines. 
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2 SYMBOLS USED FOR OPERATING CONTROLS 



SL NO. 


BASIC FUNCTION 


SYMBOL 


2.1 


CONTINUOUS FORWARD RUNNING 


o 


2.2 


FORWARD INCHING 


♦•■•♦ 

• * 

* *• 


2.3 


BACKWARD INCHING 


• * 
■ a 


2.4 


PRESS STOP 


® ! 


2.5 


COMPRESSOR 

A) ON 

B) OFF 


1 o 

© © 

A B 


2.6 


FEETJER ENGAGE 


1 
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SL NO. 


BASIC FUNCTION 


SYMBOL 


2.7 


FEEDER DISENGAGE 


o 


2.8 


DOUBLE SHEET CONTROL 


* 


2.9 


IMPRESSION OFF (INDICATION LIGHT) 


© f 


2.10 


MACHINE LIGHTING - OFF/ON 


8 * 


2.11 


IMPRESSION ON - I UNIT 


©J 1 


2.12 


IMPRESSION ON - n UNIT 


©J » 


2.13 


IMPRESSION OFF - I UNIT 


©t : 
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SL NO. 


BASIC FUNCTION 


SYMBOL 


2.14 


IMPRESSION OFF- H UNIT 


i 


© 


t ■ 






2.15 


IMPRESSION ON (INDICATION LIGHT) 
I UNIT 


(ona 1 


2.16 


IMPRESSION ON (INDICATION LIGHT) 
EUNIT 


^| ( n 


2.17 


CRAWLING SPEED 


(®> 


2.18 


PILE UP 


VI 


2.19 


PILE DOWN 


VI 


2.20 


COUNTER ON/OFF 










1 


2 


3 
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SL NO. 



2.21 



2.22 



2.23 



2.24 



BASIC FUNCTION 



SHEET COUNTER RESET BUTTON 



AUTOMATIC ON/OFF 



LOW OIL LEVEL 
INDICATION LAMP 
(LUBRICATION) 



LUBRICATION PUSH BUTTON 



2.25 INKING VIBRATOR ROLLER NEVER 

CONTACTS FOUNTAIN ROLLER 



SYMBOL 




/?& 



s> 



2.26 INKING VIBRATOR ROLLER CONTACTS 

FOUNTAIN ROLLER ONLY WHEN CYLINDERS 
GO ON IMPRESSION 



2.27 INKING VIBRATOR ROLLER CONTACTS 

FOUNTAIN ROLLER EVEN WHEN CYLINDERS 
ARE IN "IMPRESSION OFF" POSITION 



i° 



dp 



-«*>eO 



V.A.V 
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SL NO. 


BASIC FUNCTION 


SYMBOL 


2.28 


DUMPENING VIBRATOR ROLLER NEVER 
CONTACTS FOUNTAIN ROLLER 


o<\Q3 


2.29 


DAMPENING VIBRATOR ROLLER CONTACTS 
FOUNTAIN ROLLER ONLY WHEN CYLINDERS 
GO ON IMPRESSION 


d^ 


2.30 


DAMPENING VIBRATOR ROLLER CONTACTS 
FOUNTAIN ROLLER EVEN WHEN CYLINDERS 
ARE IN "IMPRESSION OFF" POSITION 


6^ 


2.31 


INKING ROLLER "THROW ON" 


© 


2.32 


INKING ROLLER "THROW OFF" 





2.33 


DAMPENING ROLLER "THROW ON" 


a 


2.34 


DAMPENING ROLLER "THROW OFF" 


(§Jo 
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SL NO. 



BASIC FUNCTION 



SYMBOL 



2.42 



SHEET ADVANCING/RETARDING 



:i 



2.43 



AIR BLOW REGULATION TO FEELER 
FOOT 



+ * ► " 



2.44 



AIR BLOW REGULATION TO REAR 
BLOWER 




2.45 



SUCTION STRENGTH REGULATION 
TO PICK UP SUCKERS 



2.46 



SUCTION STRENGTH REGULATION 
TO FORWARDING SUCKERS 



-f « » — 



2.47 



BY-PASS VALVE REGULATION 



/ , \ 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods and 
attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue 
of 'BIS Handbook' and 'Standards Monthly Additions'. 

This Indian Standard has been developed from Doc: No. HMD 25 (0227 ). 
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